DISTRIBUTING SYSTEMS

49

sure of the liquid will force the wings back, thus making a
relief or overflow valve unnecessary. The simplicity of all
parts of wing pumps enables them to run for a long time
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Fig.  7.    Use of  Plunger  Pump  on   Bolt  Threader
without getting out of order. The same methods are em-
ployed in driving these pumps as in driving geared pumps.
Reciprocating or Plunger Type of Pump. Fig. 7 illus-
trates the use of a plunger pump for circulating oil or cut-
ting compound on a bolt cutting machine made by the